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ACTIVITY REPORT FOR MONTH OF SEPTEMBER 
CONTRACT LW-473 


Three (3) hours were spent at Headquarters on 


September 11, 1959, by fo discussing 


field service and reliability aspects of the pro- 


gran, 
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